Subject: Accepted: Vermont Ave. Median Project - Final Landscape Maintenance Field Inspection 
From: Jeff Zarrinnam 
Date: 9/27/17, 4:24 PM 

To: "Nicole Shahenian, EHBID" <nicole@ehbid.org> 



